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Seq. #: Machine Or Operation: Description : 
10 D22823 
Comment: Qty.: 1.0000 Each(sV/Unit Total: 50.0000 Each(s) 
Pick: 
Qty Part Number Description 3929 
1 D2282-3 Handle tube 25 
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Pick: 
Qty Part Number 
1 D2282-5_ 
LARGE FAB 1 P 
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1.0000 Each(s)/Unit Total: 50.0000 Each(s) 


Description Batch 
Handle tube {334 | 


-LARGE FABRICATION RESOURCE 1 
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Comment: LARGE FABRICATION RESOURCE 1 


1-Weld as per D2282-041 'T' Handle Assembly | 
Grind chamfers and ensure full penetration. т“ 
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Machine Or Operation: Description : 
50 SMALL FAB 1 SMALL & MEDIUM FAB RESOURCE 1 
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Comment: SMALL & MEDIUM FAB RESOURCE 1 
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Comment: INSPECT WORK TO CURRENT STEP 
70 PACKAGING 1 PACKAGING RESOURCE #1 
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DATE TITLE ~~ SCALE 
HANDLE TUBES ` 


CORRECTED NUMBERING SCHEME 
REDESIGN D2282-5; 0.795 WAS 0.750 


— 2387550 00 — | 0.795 o 


D2282—35 


=ә/ с UBE: 
1) MATERIAL: T304/T316 3/8 SCHEDULE 40 (REF. DART SPEC. M304TRO.675W.091) 
2) BREAK ALL UMARKED SHARP EDGES 0.005 TO 0.010 
3) ALL DIMENSIONS ARE IN INCHES 
4) TOLERANCES ARE PER DART 05! 018 UNLESS OTHERWISE NOTED Ë 


RO.063 x 0.063 DEEP 


0.090 x 45° 
CHAMFER 


0.080 x 45 
CHAMFER 


02282-5 STEM: 
1) MATERIAL: AIS! 304 STAINLESS STEEL (REF. DART SPEC. M304R0.750) 
2) BREAK ALL UMARKED SHARP EDGES 0.005 TO 0.010 

3) ALL DIMENSIONS ARE IN INCHES 

4) TOLERANCES ARE PER DART QS! 018 UNLESS OTHERWISE NOTED 
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WELD ASSEMBLY PER DART QSi 004 
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SCALE 1:2 


WELD ASSEMBLY PER DART QS! 004 
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